SHRINE  OF  OUR  LADY  OF  GRACE 

Oblates   of   Mary  Immaculate 
U.  S.   3,  Colebrook,   N.  H. 
The    Oblate    Fathers'    Novitiate,    residence    of  the 
Keepers    of    the    Shrine    of    Our    Lady    of  Grace, 
located    one    mile    south    of   Colebrook,    N.  H.,  on 
Route  3,  at  the  foot  of  Mount  Monadnock. 

Noviciat  des  Missionnaires  Oblats  de  Marie 
Immaculee,  Gardiens  du  Sanctuaire  Notre  Dame 
de  Graces,  situe'  sur  la  route  3,  un  milie  au  sud 
de  Colebrook,  N.  H.  au  pied  du  mont  Monadnock. 
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